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SUBJECT: CCMS - ADVANCED HEALTH CARE PILOT STUDY - EMERGENCY 
MEDICAL SERVICES 

1. DURING THE ANNUAL MEETING OF THE AMERICAN PUBLIC HEALTH 
ASSOCIATION, OCTOBER 20-24, 1974, MR. GERHARD KUGLER, CHIEF, 

RESCUE AND EMERGENCY SERVICES, AD AC, MUNICH, WILL PRESENT A 
PAPER ON RESCUE SERVICES IN FRG. ADDITIONALLY, DR. 

WILLIAM GEMMA, DHEW, ARRANGING VISITS FOR MR. KUGLER TO 
AAA, DOT, DOD, AND DHEW IN WASHINGTON, D.C. TIME PERMITTING 
A SITE VISIT WILL BE MADE TO A MILITARY ASSISTANCE SAFETY 
AND TRAFFIC (MAST) PROJECT ON THE EAST COAST. KUGLER WILL 
ALSO MEET WITH DR. GEMMA TO DISCUSS PLANS FOR THE APRIL 

1975 CCMS EMERGENCY MEDICAL SERVICES MEETING TO BE HELD IN 
MUNICH. 

2. IN ORDER THAT APPROPRIATE APPOINTMENTS AND ACCOMMODATIONS 
MAY BE CONFIRMED, IT WOULD BE GREATLY APPRECIATED IF EMBASSY 
WOULD CONTACT MR. KIGLER TO OBTAIN HIS CURRENT ITINERARY 

AND ANY OTHER SPECIAL REQUESTS THAT HE MAY HAVE. PLEASE ADVISE. 
KISSINGER 

UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: HEALTH, MEDICAL CARE 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE208834 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DHEW/PHS/WGEMMA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740266-0667 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740924/aaaaaugy.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 APR 2002 by maustmo; APPROVED <31 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS - ADVANCED HEALTH CARE PILOT STUDY - EMERGENCY MEDICAL SERVICES 
TAGS: SENV, NATO 
To: BONN 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



